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ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-05 DRC-01 RSC-01 /018W 

036223 

R211440Z JAN 74 
FM AMEMBASSY BRASILIA 
TO SECSTATE WASHDC 1420 
INFO AMCONSUL RIO DE JANEIRO 

UNCLAS BRASILIA 0462 

DEPT PASS TO DOC/NOAA-DR. JAMES JORDAN 

E.O. 11652: N/A 
TAGS: TECH, BEXP, BR 

SUBJECT: REQUEST FOR DATA ON SEISMOLOGICAL EQUIPMENT- 
PRIORITY 

1. DR. ALVAREZ AND DR. MENDIGUREN OF UNIVERSITY SEISMOLOGICAL 
STATION HAVE ASKED EMBASSY TO FORWARD FOLLOWING REQUEST: 

BRAZILIAN NATIONAL RESEARCH COUNCIL (CNPQ) HAS INDICATED ITS 
WILLINGNESS TO PROVIDE FUNDS. ABOUT 30 TO 35,000 DOLLARS TO 
IMPROVE UNIVERSITY SEISMOLOGICAL INSTALLATION. DR ALVAREZ 
WISHES TO PURCHASE CERTAIN US EQUIPMENT UNDER THIS GRANT. 

IN ORDER TO COMPLY WITH GRANT REQUIREMENTS, UNIVERSITY MUST 
PROVIDE TO CNPQ CERTAIN DATA ON EQUIPMENT DESIRED. 

ACCORDINGLY. UNIVERSITY WOULD APPRECIATE IF NOAA COULD PROVIDE PRICE 
AND PRECISE SPECIFICATIONS ON THE FOLLOWING EQUIPMENT: 

A. SEISMOGRAM MICROFILMS WWSS FROM NEIS - DATA ON DIFFERENT 
SIZES AND PRICE PER UNIT. 

B. MICROEARTHQUAKE SYSTEM NEW-800 SPRENGNETHER 

C. HELICORDER HOT PEN WITH PREAMPLIFIER 

D. PORTABLE TIME RECEIVED WWV MARK III KINEMETRICS 

E. SEISMOGRAPH LONG PERIOD PRESS-EWING SPRENGNETHER 

F. DRUM RECORDER GEOTECH, MODEL 274/3 

G. GALVANOMETER CONTROL GEOTECH MODEL 12951 

H. LONG PERIOD GAL VO LEHNER-GRIFFITH GL-261 

2. FURTHER, DRS. ALVAREZ AND MENDIGUREN WOULD APPRECIATE 
INFORMATION ON ANY OTHER TYPE OF SEIMOLOGICAL EQUIPMENT 
UNCLASSIFIED 
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NOAA WOULD CARE TO SUGGEST. IN ORDER TO QUALIFY FOR GRANT, 
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UNIVERSITY MUST PRESENT CNPQ WITH DATA BY JANUARY 28, 1974, 
CONSEQUENTLY, A PROMPT RESPONSE IS NEEDED. DATA SHOULD BE 
SENT BY PRIORITY TELEGRAM TO EMBASSY FOR TRANSMITTAL TO 
DR. ALVAREZ. 

TUCH 


UNCLASSIFIED 
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